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2h July 1958 


IfcMORANDOla FOR s Assistant Director, Central Reference 
Assistant Director, Operations 


SUBJ: CTi Redraft of DC. ID-1 1/2 


has done a very thorough analysis of the 
proposed redraft of DCID-ll/2 and has railed com fundamental 
questions which I feel are beyond the ability of the W/l area 
to answer. Before I raise the matter with Security, I would 
appreciate having your comments on the proposed redraft and 

analysis thereof. If possible I would appreciate having 
your comments by h August 1958. 


STAT 


STAT 


W. A. TIDWELL 

Assistant to the D D/l (Flaming) 

Attachment 


Distribution* 

One — Each addressee 
2 - WAT files 
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T n. iNSMITTAL SLIP I July 


TO: A 

! 

ROOM NO. 



BUILDING 


REMARKS: 


Here is an interesting analysis of 
the redraft of CIO- 11/2 made by 
of this o ffice, the 


croros 


redraft of 11/2 and 
coamenta ere being studied by the 
offices of most concern in the DD/l 
area, I would like to discuss this 
with you after I have received their 
cojooents, a! out 10 days from now. 


®d 


W, a, Tidwell 


STAT 


r - 

FROM: 

* * 


ROOM NO. 



BUILDINQ , 

; -.n 

^TENSION 

FORM NO .0/1 1 

1 FEB 55 44 ! 

REPLACES FORM 36-8 

WHICH MAV BE USED. 


1 

<«7) 


STAT 
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STAT 



